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The  Cathedral  of  St.  John  the  Divine 
New  York 


When  finished,  it  will  be  the  largest  gothic  Cathe- 
dral in  the  world.  Its  length  is  601  feet.  The 
width  at  the  Crossing  will  be  330  feet.  The 
height  of  the  Central  Fleche  will  be  about  452 
feet.  From  the  model  in  the  Exhibit  Hall  of  the 
Cathedral. 
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